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Mr. Harvey G. Stack 

STACK’'S 

123 West 57th Street 

New York City, New York 10019 


Hear Mr. Stack: 


Enclosed please find the duplicate certificates of the 
analyses of the ten gold coins: 


| | USAOG-101 SAOG-120 
y USAOG- 102 ~~. USAOG-128 
3 USAOG403: ..- 22USAOG=150 
e USAOG-112 USAOG- 140 
oe USAOG-113 USAOG-162 
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: submitted by you on September 23, 1968. The original certificates 
4 were sent to Mr. Ford as requested. | 3 


3 Wf there are any questions regarding the analyses, please 
; do. not hesitate to get in touch with me. 


sincerely yours, 


, a ee. Ficrence EF. Whitmore 
| Technical Assistant 
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